Sacred  Heart  Cathedral,  erected  in  1910,  was  a 
gift  of  the  late  Mrs.  Thomas  Fortune  Ryan.  It  is 
considered  one  of  the  most  beautiful  churches  in 
America.  Mural  work  occupies  a  conspicuous  part 
in  the*  interior  decorations  and  a  series  of  pictures 
representing  the  stations  of  the  cross  are  master- 
pieces. 
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